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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 130044 
ORIGIN COME-00 

INFO OCT-01 AF-10 ISO-00 EB-08 SIG-03 /022 R 


DRAFTED BY COM/BED/OIM/AF/PLCHRISTENSON/BWS 
APPROVED BY EB/OCA/CD:WERAU 
COM/BED/OIM/AF/MMILES 
COM/BED/OIM/EM/EOOLSEN 
STATE/AF/EB/LMWHITE (INEO) 

082323 230922Z/14 

R 222220Z MAY 78 
FM SECSTATE WASHDC 
TO AMEMBASSY ABIDJAN 
AMEMBASSY ACCRA 
AMEMBASSY DAKAR 
AMCONSUL JOHANNESBURG 
AMEMBASSY KINSHASA 
AMEMBASSY LAGOS 
AMEMBASSY MONROVIA 
AMEMBASSY NAIROBI 


UNCLAS STATE 130044 


E.O. 11652: N/A 


TAGS: BEXP, XA 

SUBJECT: INQUIRY ABOUT SEWERAGE COLLECTION SYSTEMS 

1. A SMALL, MINORITY-HELD EIRM IS SEEKING INEORMATION ON 
THE POTENTIAL FOR EXPORTING TO AFRICA EQUIPMENT FOR CLEAN- 
ING AND MAINTAINING UNDERGROUND SEWER LINES. VERY LITTLE 
INFORMATION ON THIS FIELD IS AVAILABLE IN WASHINGTON. 


2. INFORMATION NEEDED BY THE EIRM IS AS FOLLOWS: 


A) KILOMETERS OF UNDERGROUND SEWAGE LINES 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 STATE 130044 


B) SIZES OF PIPES USED 

C) ARE STORM DRAINS COMBINED WITH SEWAGE SYSTEM OR SEPARATE 

D) DO LINES WORK INTO TREATMENT PLANTS OR STREAMS 
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E) IS COMPETITIVE EQUIPMENT PRESENTLY IN USE. VANCE 


UNCLASSIEIED 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 may 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE1 30044 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BED/OIM/AF/PLCHRISTENSON/BWS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D78021 6-0810 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780532/aaaabasq.tel 

Line Count: 63 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 91ad0799-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2612698 
Secure: OPEN 
Status: NATIVE 

Subject: INQUIRY ABOUT SEWERAGE COLLECTION SYSTEMS 
TAGS: BEXP, XA 

To: ABIDJAN ACCRA MULTIPLE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/91 ad0799-c288-dd1 1 -92da-001 cc4696bcc 
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